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The disadvantages of waterproofing 
paints commonly used for swim- 
ming pools—peeling, cracking, 
chipping, flaking, etc.—have, in 
Konpruf, been reduced to the mini- 
mum. Gumming and tackiness have 
been entirely eliminated. Konpruf 
comes in paint form and, while 
eoing on like paint, does a better job. 


Its ingredients are different from 
customary finishes. Actually 
Konpruf is a rubber composition 
in paint form — combining the 
elasticity of live rubber with the 
denseness of hard rubber to form a 
hard protective coating. It is readily 
applied and, because of its pene- 
trating qualities, becomes part of 
the pool itself. 


Once on, Konpruf is impervious 
to the action of water, alkalis, and 
mineral acids. It will not become 
sticky or gummy when properly 
applied. 


When first applied, Konpruf has 
a high gloss which mellows to a 
velvety sheen. It is sanitary and 
easily cleaned. Since Konpruf does 
not have an oil base, it does not 
attract and hold dirt, and has no 
appreciable odor. 


All blue color is more or less im- 
permanent, for while the best color 
pigment obtainable has been used 
in making Konpruf, changes in 
color due to the effect of the actinic 
rays of the sun are to be expected. 


Judged by all standards, Konprut 
is, by test, the best swimming pool 
paint on the market. 


Besides Robin’s Egg Blue, as il- 
lustrated on the front, Konpruf is 
available in other colors. It covers 
450 to 550 square feet per coat per 
gallon depending on the smooth- 
ness and density of the concrete. 
Anyone handy with a brush can fol- 
low the simple directions for apply- 


ing Konpruf printed on the con- 
tainer. Prompt attention will be 
accorded your order, specifying 
quantity and color desired. 


Other PENOLA 
BUILDING COMPOUNDS 


CRETECOTE concrete floor and interior 
masonry coating. 


TRANSPARENT-CRETEPRUF— Transpar- 
ent exterior brush coating for damp- 
proofing brick and masonry walls. 


COLORLESS CRETEPRUF— Colorless ex- 
terior brush coating for damp-proofing 
fine stone. 


PENOLA CAULKING ComMPpouND— For 
pointing joints in masonry and around 
openings. 


PENOLA Masonry Coatinc—An exte- 
rior decorative waterproof coating for 
concrete, stucco and masonry. 


ULimiNnE— Interior and exterior alum- 
inum paint. 


Also, waterproofings for new construc- 
tion. 


TO YOUR POOL 


Penola has developed a beautiful and ex- 


clusive new color which is particularly 
appealing as finishing for swimming 
pools—Robin’s Egg Blue, as illustrated 
on the front of the folder. Through the 
magic of its delicate pastel tint, it trans- 
forms the appearance of your pool, im- 
parting to the water the irresistible in- 
vitation and romance of the famed deep 
blue of the Mediterranean Sea. 
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The ravages of wear, water and weather can 
be repaired in all types of masonry surfaces 
by Penola Building Compounds. Detailed 
information regarding these products and 
their application will be sent wpon request. 
The more facts you give us, the more com- 
plete will be our recommendations. 
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